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‘ ‘Parker’s” Improved Stationary Vise* 

Semi-Steel 


The steel faces are milled 


fitted to the jaws, and are renewable. 


Number 

Weight, Pounds 

Jaw, Inches 

Vise OpenB 

Price 

3/Ox 

29 

3% 

4% 

% 6.25 

lx 

45 

3% 

6* 

7.00 

2x 

58 

4% 

6% 

9.00 

3x 

76 

4% 

sy* 

11.75 

4x 

112 

5% 

9% 

16.25 

5x 

150 

6% 

10% 

24.00 

6%x 

190 

7 

10% 

30.00 


“Parker’s” Improved Swivel Vises 

Semi-Steel 



The steel faces are milled and fitted to the jaws, and are renewable. 


Number 

Weight, Pounds 

Jaw, Inches 

Vise Opens 

Price 

21x 

33 

3% 

4% 

I 7.00 

22x 

52 

3y* 

5% 

8.75 

23x 

69 

4% 

6% 

11.00 

24x 

88 

4% 

8% 

14.50 

25x 

129 

5% 

9% 

20.50 

26x 

176 

6% 

10% 

30.00 

26%x 

l 

202 

7 

10% 

38.00 


For repair parts, see page 253. 
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Parker’s Improved Swivel Vises 

SEMI-STEEL, CAST STEEL ANVIL 



The steel faces are milled and fitted to the Jaws, and are renewable. 

PBICE LIST 


Number 

Weight, Lbs. 

Jaw, Inches 

Vise Opens 

Price 

19 

8 

2 


$4.00 

20 

8V4 

2% 

2 y 4 

5.00 

21 

23 

3% 

4 Y* 

7.00 

22 

35 

CO 

4% 

8.75 


Parker’s Double Swivel Vises 

SEMI-STEEL 



Having Solid Steel Bar Slide Strengthened also solid under portion to front jaw 
(or Slide). The jaw faces are made of the Best Tool Steel, and are renewable and 
removable at any time during the life of the Vise. WITH THIS DOUBLE SWIVEL 

VISE IT IS NOT NECESSARY TO REMOVE THE WORK PROM THE VISE JAWS; 
the Vise can be swiveled on base or turned in barrel without touching the Vise screw 
or lever, and is held in position by a turn of the tightening studs. 

The steel faces are milled and fitted to the jaws. 


PBICE LIST 


Number 

Weight, Lbs. 

Jaw, Inches 

Vise Opens 

Price 

429 

45 

3y* 

3y* 

$12.50 

439 

69 

3% 

6 

14.50 

449 

86 

4y* 

7% 

16.60 


lir parts, see 

Gougl 


For repair parts, see 
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Parker’s Stationary Victor Vises 

SEMI-STEEL 


PRICE LIST 


Number 

Weight, Lbs. 

Jaws, Inches 

Vise, Opens 

Price 

370 

25 

3% 

3% 

$6.50 

371 

40 

3% 

5 

7.00 

371% 

43 

4 

5 

9.00 

372 

59 

4% 

6 

10.00 

373 

73 

5 

7 

14.00 

374 

98 

5% 

9 

17.00 

375 

150 

6y* 

9% 

24.00 


Parker’s Swivel Victor Vises 



SEMI-STEEL 


Reinforced slide solid steel bar 


PRICE LIST 


Number 

Weigrut, Lbs. 

Jaws. Inches 

Vise, Opens 

Price 

270 

32 

3% 

3% 

$7.00 

271 

49 

3% 

5 

8.50 

271% 

54 

4 

5 

10.50 

272 

69 

4% 

6 

12.50 

273 

86 

5 

7 

16.00 

274 

117 

5% 

9 

19.00 

275 

170 

6y 4 

9% 

27.00 


Series No. 370 and No. 270 have self-adjusting back Jaws. 
For^Qpair parts, see page 253. 
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Parker’s Reinforced Slide Solid Jaw Stationary Vises 

Semi-Steel 



The steel facts are milled and fitted to the jaws, and are renewable. 

PRICE LIST 


Number 

1 Weight, Lbs. 

Jaw, Inches 

Vise Opens 

Price 

29 

31 

311 

4 

i 6.25 

39 

47 

3% 

614 

7.00 

49 

66 

til 

7 

9.00 

59 

81 

4% 

8 * 

11.75 

69 

123 

5% 

9 

16.26 

79 

150 

614 

9% 

24.00 


Parker’s Reinforced Slide Solid Jaw Swivel Vises 



The steel 


are milled and fitted to the jaws, and are renewable. 

PRICE LIST 


Number 

■Weight, Ivbs. 

Jaw, Inches 

Vise Opens 

Price 

229 

36 

3 >4 

4 

| 7.00 

239 

54 

3% 

614 

8.75 

249 

75 

4 H 

7 | 

11.00 

259 

95 

4% 

8 

14.50 

269 

143 

514 

9 

20.50 

279 

185 

6 y* 

914 

30.00 


For repai 

Digitized by 


arts, see page 253. 
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Parker Stationary Vulcan Vise* 



Solid steel faced jaws, extra strong slide and screw. 

PRICE LIST 


Number 

Weight, Lbs. 

Jaws, Inches 

•| 

Vise, Opens 

Price 

A 

25 

3y* 

5% 


B 

31 

3% 

5 


C 

48 

4% 

5% 

8.50 

D 

62 

4% 

6% 


E 

75 

6 

8 

13.00 

F 

105 

5V6 

9 

18.50 

G 

• 150 

6 

9 

25.00 


Parker Swivel Vulcan Vises 



Solid steel faced jaws, extra strong slide and screw. 


PRICE LIST 


Number 

Weight, Lbs. 

Jaws, Inches 

Vise, Opens 

Price 

AA 

28 

3% 

5% 

$7.50 

BB 

37 

3% 

5 

8.75 

CC 

53 

4% 

5% 

10.50 

DD 

68 

4% 

6% 

12.50 

EE 

86 

5 

8 

16.00 

FF 

119 

5% 

9 

22.00 

GG 

156 

6 

9 

30.00 


For repair parts, see page 253. 
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Parker’s Combination Pipe Vises 

STATIONARY BOTTOM 



The steel faces are milled and fitted to the jaws, and are renewable. 

PRICE LIST 



Weight 

Jaw 

Vise 

Holds Pipe 


Number 

Pounds 

Inches 

Opens 

Inches 

Price 

88% 

94 

4% 

6% 

4 

$32.00 

89% 

141 

5% 

9% 

6 

46.00 


Parker’s Combination Pipe Vises 

SWIVEL BOTTOM 



The steel faces are milled and fitted to the jaws, and are renewable. 


PRICE LIST 


. 

Number 

Weight 

Pounds 

Jaw 

Inches 

Vise 

Opens 

Holds Pipe 
Inches 

Price 

87 

41 

3% 

4% 

2 

$18.00 

88 

59 

4% 

6 

3 

22.00 

288% 

105 

4% 

G% 

4 

32.00 

289% 

155 

6% 

9% 

6 

45.00 


For repair parts, see page 253. 
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Parker’s Combination Pipe Vises 

STATIONARY BOTTOM 



PRICE LIST 



Weight 

Jaw 

Vise 

Holds Pipe 

| 

Number 

Pounds 

Inches 

i 

Opens 

Inches 

Price 

00 

£ 

75 

4% 

7% 

! 4 

$32.00 

9% 

129 

5% 

10 

6 

45.00 


Parker’s Combination Pipe Vises 

SWIVEL BOTTOM 



A combination Vise that is strong and compact, and is offered to the trade to supply 
the requirements for a serviceable low-priced tool. 


PRICE LIST 


Number 

_i 

Weight 

Pounds 

Jaw 

Inches 

i 

Vise 

Opens 

1 

Holds Pipe 
Inches 

Price 

7 

39 

3% 

1 

5 

2 

$16.00 

8 

.1 

57 

416 , 

6 

3 

22.00 


For repair parts, see page 253. 
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Price List of Reoairs for Parker Vises 








No. 


Back Jaw 




Steel Jaws 

of Vise 

Slide 

Screw 

Spring 

Nut 

Each. 

A 

$1.25 

$1.60 

$1.50 

$0.35 

$0.35 


B 

1.25 

1.75 

1.50 

.35 

.35 


C 

1.50 

2.00 

1.50 

.35 

.35 


D 

1.75 

2.50 

1.75 

.35 

.35 


E 

2.50 

3.50 

2.00 

.35 

.35 


F 

3.50 

4.50 

2.00 

.35 

.35 

. . . 

G 

5.50 

6.50 

2.00 

.35 

.35 


A A 

1.25 

1.50 

1.50 

.35 

.35 


BB 

1.25 

1.75 

1.50 

.35 

.35 


CC 

1.50 

2.00 

1.50 

.35 

.35 


DD 

1.75 

2.50 

1.75 

.35 

.35 


EE 

2.50 

3.50 

2.00: 

.35 

.35 


FF 

3.50 

4.50 

2.00 ” 

.35 

.35 


GG 

5.50 

6.50 

2.00 

.35 

.35 


3/OX 

2.00 

3.00 

1.50 

.35 

.35 

$0.50 

IX 

2.50 

3.50 

1.50 

.35 

.35 

.50 

2X 

3.00 

4.50 

1.50 

.35 

.35 

.50 

3X 

4.50 

' 6.00 

1.75 

.35 

.35 

.50 

4X 

6.00 

8.50 

2.00 

.35 

.35 

.50 

5X 

10.75 

13.25 

2.00 


.50 

.65 

5%X 

12.00 

15.00 

3.00 


.50 

1.00 

7 

1.00 

1.50 

.75 


.35 


8 

1.25 

1.75 

.75 


.35 


s% 

2.25 

2.75 

1.00 

.. . 

.35 

.. . 

9 >4 

2.50 

3.25 

1.00 


.35 


19 

1.50 

2.00 

.75 

.35 

.35 


20 

1.75 

2.25 

.75 

.35 

.35 


21 

2.50 

3.00 

1.50 

.35 

.35 

.50 

21X 

2.00 

3.00 

1.50 

.35 

.35 

.50 

22 

3.00 

3.50 

1.50 

.35 

.35 

.60 

22X 

3.50 

4.50 

1.50 

.35 

.35 

.50 

23X 

3.75 

5.00 

1.60 

.35 

.35 

.50 

24X 

4.25 

6.00 

1.75 

.35 

.40 

.50 

25X 

6.75 

12.00 

2.00 


.40 

.50 

26X 

12.75 

15.00 

2.00 


.40 

.50 

26%X 

15.00 

18.00 

3.00 


.50 

1.00 

29 

2.00 

3.00 

1.50 

.35 

.35 

.50 

39 

2.50 

3.50 

1.50 

.35 

.35 

.50 

49 

3.00 

4.50 

1.50 

.35 

.35 

.50 

59 

4.50 

5.00 

1.75 

.35 

.35 

.50 

69 

6.00 

8.50 

2.00 

.35 

.35 

.50 

79 

10.75 

13.25 

2.00 

.35 

.35 

.50 

87 

2.00 

3.00 

1.00 

.35 

.35 

.50 

88 

2.50 

3.50 

1.50 

.35 

.35 

.50 

8814 

4.50 

5.50 

2.50 

.35 

.35 

.50 

8914 

5.00 

6.50 

3.00 

.35 

.65 

229 

2.00 

3.00 

1.50 

.35 

.35 

.50 

239 

3.50 

4.50 

1.50 

.35 

.35 

.50 

249 

3.75 

5.00 

1.50 

.35 

.35 

.50 

259 

4.25 

6.00 

1.75 

.35 

.40 

.50 

269 

6.75 

12.00 

2.00 

.35 

.40 

.50 

51 ° 

2.00 

4.00 

1.50 

.35 

.35 

.50 

271 

2.25 

4.25 

1.50 

.35 

.35 

.50 

27114 

2.50 

4.50 

1.50 

.35 

.35 

.50 

272 

3.00 

5.00 

1.50 

.35 

.35 

.50 

273 

4.00 

6.25 

1.75 

.35 

.35 

.50 

274 

5.00 

7.50 

2.00 

.35 

.35 

50 

275 

7.50 

11.50 

2.00 

.35 

.35 

50 

279 

12.75 

15.00 

2.00 

.35 

.40 

50 

288% 

4.50 

5.50 

2.50 

.35 

.35 

.50 

2 ft 9 14 

5.00 

6.50 

3.00 


.95 

65 

370 

2.00 

4.00 

1.50 

.35 

.35 

50 

371 

371% 

372 

2.25 

2.50 

3.00 

4.25 

4.50 

5.00 

1.50 

1.50 

1.50 

.35 

.35 

.35 

.35 

.35 

.35 

.50 

.50 

50 

373 

4.00 

6.25 

1.75 

.35 

.35 

.50 

374 

5.00 

7.50 

2.00 

.35 

.35 

50 

3 75 

7.50 

11.50 

2.00 

.35 

.35 

50 

429 

2 00 

3.00 

1.50 

.95 

!so 

.60 

.50 

429 

3.50 

4.50 

1.50 

.95 


4 49 

3.75 

5.50 

1.50 

.35 

... 
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